To:  Wall,  Dan[wall. dan@epa.gov];  Way,  Steven[way. steven@epa.gov];  Andrew 

Todd[atodd@usgs.gov] 

From:  Chapin,  Thomas 

Sent:  Fri  8/14/2015  12:13:07  AM 

Subject:  remote  flume  gaging 

Chapin-USGS-Trail  Camera  Remote  Stream  Gaqinq-1  .pptx 
Hi  Dan  and  Steve, 

Here's  the  outline  for  the  remote  camera  gaging  setup  that  I had  mentioned.  If  you  need  flume 
recording  at  Gold  King,  you  could  set  this  up  in  15  minutes. 

In  the  interim,  pretty  much  any  trail  camera  should  be  able  to  do  this  and  would  be  available  in 
Durango.  The  Bushnell  Trophy  Cam  HD  essential  has  by  far  the  best  battery  life,  so  that's  the 
one  I would  go  with. 

I'll  be  out  of  the  office  until  Aug  24  but  will  be  checking  email  and  don't  hesitate  to  call  my  cell 


Thanks, 

Thomas 


Thomas  Chapin,  Ph.D. 

Research  Chemist 
U.S.  Geological  Survey 

Crustal  Geophysics  and  Geochemistry  Science  Center 
Box  25046,  Mailstop  964D 
Denver  Federal  Center 
Denver,  CO  80225 

phone:  303-236-5795 
cell:  720-775-7014 

email:  tchapin@usgs.gov 
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